.  R.  Beers  Electric 

AUTHORIZED  DISTRIBUTORS 
Stock  and  Showrooms 

Bloomsburg,  Penna. 


Co. 


LIGHT  CONDITIONING— SCIENCE’S 
NEWEST  GIFT  TO  THE  EYES 

In  Light  Conditioning  your  home  use  the 
same  basic  principle  that  Mother  Nature  used 
in  lighting  the  earth. 

For  general  illumination  use  the  well  de¬ 
sign  ed  overhead  lighting  fixtures  illustrated 
on  the  following  pages.  You  will  be  well 
pleased  with  the  Decorative  Lighting  Distinc¬ 
tion  contributed  by  all  Virden  Value  Fixtures 
and  best  of  all,  their  moderate  prices  bring 
artistic  lighting  within  easy  reach  of  the  most 
modest  budget. 


Digitized  by  the  Internet  Archive 
in  2020  with  funding  from 
Columbia  University  Libraries 


https://archive.org/details/fixturesdesignedOOjohn 


~Tle.  Hzeusitez  ^>zziei 


Finish:  Colonial  Brass  with  Crystal 


or 


Polished  Chromium  with  Crystal 


These  lovely  Period  Designs  will  impart  the 
finishing  touch  of  delicate  charm  and  graceful 
beauty  to  the  Colonial  surroundings  in  which 
they  are  installed. 

Made  from  Solid  Brass  and  ornamented  with 
selected  Crystals  they  have  been  finished  and 
assembled  by  skilled  artisans  in  a  happy  com¬ 
bination  of  feminine  daintiness  and  permanent 
utility. 
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No.  V-1802 

Backplate 
4J4  x  Q}/2  inches 
Extension  6  inches 
Packed  ind  ividually 
with  Glassware 
6  to  case 
Colonial  Brass 

Code:  Ahkb 

Chromium 

Code:  Ahkbc 


No.  V-1805 

Spread  1  8  inches 
Length  36  inches 
Packed  ind  ividually 
with  Glassware 
4  to  unit 
Colonial  Brass 

Code:  Ahke 

Chromium 

Code:  Ahkec 


No.  V-1841 

Spread  6  inches 
Length  1  2  inches 
Packed  individually 
with  Glassware 
60  Watt  Capacity 
6  to  case 
Colonial  Brass 

Code:  Ahda 

Chromium 

Code:  Ahdac 
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Finish:  ColoniaUBrass  with  Crystal  or  Polished  Chromium  with  Crystal 


No.  V-1803 

Spread  1  4  inches 
Length  36  inches 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Colonial  Brass 

Code:  Ahkc 

Chromium 

Code:  Ahhcc 

• 

No.  V-1881 

Spread  7}4  inches 
Packed  individually 
1 2  to  case 

Finish:  Colonial  Brass 

Code:  Ahha 

Chromium 

Code:  Ahhac 
No.  V-1801 

1  Light  Bracket 
Backplate  4M  *  8 M  inches 
Extension  6  inches 
Packed  individually 
with  Glassware 
1 2  to  case 

Finish:  Colonial  Brass 

Code:  Ahka 

Chromium 

Code:  Ahkac 
No.  V-2512-B 

1 00  Watt  Capacity 
Spread  1  2  inches 
Length  36  inches 
Metal  Shade 
Ivory  Glass  Globe 
Packed  individually,  4  to  unit 
Colonial  Brass 

Code:  Beabb 
No.  V-2516-B 

200  Watt  Capacity 
Spread  17  inches,  4  to  unit 
Colonial  Brass 

Code:  Beafb 
No.  V-2531 

Cylinder  Lantern 
One  Light 

Cylinder  5x6  inches 
Crystal  Etched  Glass 
with  Cut  Design 
Packed  individually,  4  to  unit 
Colonial  Brass 

Code:  Beca 
No.  V-1823 

3  Light  Fixture 
Spread  14  inches 
Length  overall  15  inches 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Colonial  Brass 

Code:  Ahbc 

Chromium 

Code:  Ahbcc 
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Finish:  Colonial  Brass  with  Crystal 

/ 

/ 

The  Winchester  Series  sets  a  new  high  standard 

/ 

/ 

/ 

of  beauty  in  its  austere  simplicity  of  design  and 

/ 

Patrician  styling.  These  fixtures  are  wrought 

/ 

entirely  from  Brass  and  their  lustrous  finish,  pro- 

/ 

tected  by  a  heavy  coat  of  lacquer,  will  endure 

/ 

indefinitely. 

/ 

/ 

/ 
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No.  V-3201 

1  Light  Bracket 
Extension  7J4  inches 

Backplate  5x5  inches 
Packed  individually 
1 2  to  case 

Finish:  Colonial  Brass 

Code:  Cbka 

No.  V-3202 

2  Light  Bracket 
Extension  5  inches 

Backplate  5x5  inches 
Packed  individually 
6  to  case 

Finish:  Colonial  Brass 

Code:  Cbkb 

No.  V-3203 

3  Light  Fixture 
Spread  20  inches 

Overall  length  36  inches 
Packed  individually 
4  to  unit 

Finish:  Colonial  Brass 

Code:  Cbkc 


No.  V-3205 


5  Light  Fixture 
Spread  20  inches 
Overall  length  36  inches 
Packed  individually 
4  to  unit 

Finish:  Colonial  Brass 

Code:  Cbke 
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Finishes:  As  Indicated 


No.  V-3251 

3  Light  Fixture 
Overall  length  36  inches 
Glass  Shade  5x8  inches 
Packed  individually,  4  to  case 
Finish:  Colonial  Brass 

Code:  Cbea 


No.  V-3261 

3  Light  Fixture 
Overall  length  11  inches 
Glass  Shade  5x8  inches 
Packed  individually,  4  to  case 
Finish:  Colonial  Brass 

Code:  Cbfa 


No.  V-2551 

3  Lights  -  Medium  Base 
Overall  length  36  inches 
Diameter  of  Shade  10  inches 
Packed  individually,  6  to  case 
Finish:  Colonial  Brass 
with  Mandarin  Red  Shade 

Code:  Beea 


No.  V-2541 

1  Light  Fixture 
Overall  length  36  inches 
Diameter  of  Shade  10  inches 
Packed  individually,  4  to  case 
Finish:  Colonial  Brass 
with  Mandarin  Red  Shade 

Code:  Beda 


No.  V-3241 

3  Lights  -  Candelabra  Base 
Overall  length  11  inches 
Glass  Cylinder  5x6  inches 
Packed  individually,  4  to  case 
Finish:  Colonial  Brass 
with  Crystal  Trim 

Code:  Cbda 


No.  V-3231 

3  Lights  -  Candelabra  Base 
Overall  length  36  inches 
Glass  Cylinder  5x6  inches 
Packed  individually,  4  to  case 
Finish:  Colonial  Brass 
with  Crystal  Trim 

Code:  Cbca 


No.  V-2541 


No.  V-3231 


tL  MicUL 


£6  ex. 


Finish:  Forged  Iron  with  Old  Brass 


/ 
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A  new  series  of  quaint  designs  embodying  the 
character  of  their  Early  American  antecedents 
a  nd  reminiscent  of  the  whale-oil  lamps  and 
astral  cut  hurricane  shades  of  pioneer  New 
England  firesides. 
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No.  V-2621 

1  Light  Bracket 
Extension  6 34  inches 
Backplate 
9  x  4J4  inches 
Packed  individually 
1  2  to  case 

Finish:  Forged  Iron  & 
Brass 

Code:  Bfba 


No.  V-2655 

5  Light  Fixture 
Spread  20  inches 
Overall  Length 
36  inches 

Packed  individually 
4  to  unit 

Finish:  Forged  Iron  & 
Brass 

Code:  Bfee 


No.  V-2641 

1  Light  Hall  Piece 
Spread  6 %  inches 
Drop  1  4  inches 
Packed  individually 
4  to  unit 

Finish:  Forged  Iron  & 
Brass 

Code:  Bfda 
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Finish:  Forged  Iron  and  Brass 


No.  V-2655 


No.  V-2641 


No.  V-2 621 


No.  V-2653 


No.  V-2655 

5  Light  Fixture 
Spread  20"  -  Length  36" 
Packed  individually,  4  to  unit 
Finish:  Forged  Iron  &  Brass 

Code:  Bfee 


No.  V-2621 

1  Light  Bracket 
Extension  6)^  inches 
Backplate  9  x  4 inches 
Packed  individually,  1  2  to  case 
Finish:  Forged  Iron  &  Brass 

Code:  Bfba 


No.  V-1 781 

Spread  7M  inches 
Packed  individually 
1  2  to  case 

Code:  Pippin 


No.  V-2641 

1  Light  Hall  Piece 
Spread  6%"  -  Drop  14" 
3acked  individually,  4  to  unit 
Finish:  Forged  Iron  &  Brass 

Code:  Bfda 


No.  V-2653 

3  Light  Fixture 
Spread  18"  -  Length  36" 
Packed  individually,  4  to  unit 
Finish:  Forged  Iron  &  Brass 

Code:  Bfec 


Ateteditl  ^>etie4 

Finish:  Ivory  and  Brass  with  Crystal 

The  Diff  using  Glass  Bowls  are  in  Ivory 
with  Crystal  Highlighted  Relief. 


Th  ese  beautiful  pieces,  while  Colonial  in 
nature  of  their  design,  are  truly  as  modern  as 
tomorrow  in  their  superlative  lighting  quality. 
You  may  well  be  proud  to  install  the  Meredith 
designs  in  your  charming  home. 


UNDERWRITERS  APPROVED 
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No.  V-1 922 

Spread  1  2  inches 
Length  overall 
1  3  }/2  inches 
120  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  and  Brass 

Code:  Aibb 
No.  V-1  91 6 

Length  overall 
36  inches 
Spread  1 6  inches 
300  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  and  Brass 

Code:  Aiaf 

Bottom  switch  controls 
two,  three  or  five  lights 


No.  V-1 946 

Spread  16  inches 
Depth  5  inches 
200  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  and  Brass 

Code:  Aidf 
No.  N-1942 

Same  as  No.  V-1 946 
Spread  1  2  inches 
Depth  5  inches 
80  Watt  Capacity 

Code:  Aidb 
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Finish:  Ivory  and  Brass  with  Crystal 


No.  V-1 91 6 

Length  overall  36  inches 
Spread  1 6  inches 
300  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  and  Brass 

Code:  Aiaf 

Bottom  switch  controls  two,  three 
or  five  lights 

• 

No.  V-1 946 

Spread  1 6  inches 
Depth  5  inches 
200  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Code:  Aidf 


No.  V-1 942 

Same  as  above 
Spread  1  2  inches 
Depth  5  inches 
80  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Code:  Aidb 


No.  V-1  911 

Backplate  8^2  x  1 1  Y2  inches 
Extension  4  inches 
60  Watt  Capacity 
Packed  individually 
6  to  case 

Finish:  Ivory  and  Brass 

Code:  Aiaa 


No.  V-1 926 

Overall  length  133^  inches 
Spread  16  inches 
300  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Code:  Aibf 


No.  V-1  91  2 

Length  overall  36  inches 
Spread  1  2  inches 
120  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Code:  Aiab 


Finish:  Ivory  with  Gold  and  Crystal  Trim 


A  series  of  dainty  fixtures  charmingly  feminine 
in  their  styling  combined  with  which  our 
designers  have  achieved  an  extraordinarily 
beautiful  lighting  effect.  Delicately  chased 
gold  finished  metal  rings  adorn  the  ivory 
glass  shades  which  diffuse  the  light  according 
to  modern  sight-saving  precepts. 
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No.  V-4535 

5  Light  Fixture 
Spread  1  8 }  2  inches 
Length  Overall 
36  inches 

Packed  individually 
4  to  unit 

Finish:  Shell  Ivory  & 
Gold 

Code:  Dece 


No.  V-4501 

1  Light  Bracket 
Backplate 
43 4  x  A}/2  inches 
Extension  6^4  inches 
Packed  Individually 
1 2  to  case 

Finish:  Shell  Ivory  & 
Gold 

Code:  Deka 


No.  V-4541 

1  Light  Hall  Piece 
Spread  6 }zi  inches 
Drop  1  5  inches 
Packed  individually 
4  to  case 

Finish:  Shell  Ivory 
Gold 

Code:  Deda 


& 
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Finish:  Shell  Ivory  and  Gold  with  Crystal  Trim 


No.  V-4535 

5  Light  Fixture 
Spread  1834  inches 
Length  Overall  36  inches 
Packed  individually,  4  to  unit 
Finish:  Shell  Ivory  &  Gold 

Code:  Dece 


No.  V-4541 

1  Light  Hall  Piece 
Spread  634  inches-Drop  1  5  inches 
Packed  individually,  4  to  case 
Finish:  Shell  Ivory  &  Gold 

Code:  Deda 


No.  V-4501 

1  Light  Bracket 
Backplate  434  x  434  inches 
Extension  6%  inches 
Packed  individually,  1  2  to  case 
Finish:  Shell  Ivory  &  Gold 

Code:  Deka 


No.  V-4533 

3  Light  Fixture 
Spread  1  8  inches 
Length  Overall 
36  inches 

Packed  individually,  4  to  unit 
Finish:  Shell  Ivory  &  Gold 

Code:  Decc 


No.  V-4533 


~Tle  (2cLtUt<jn 


Finish:  Ivory  and  Gold  with  Bottom  Glass  Plate 
in  Ivory  with  Gold  Lustre  Border 


Th  ese  beautiful  units,  of  modern  design,  pro¬ 
duce  the  highly  desirable  effect  of  Indirect 
Lighting  combined  with  a  softly  diffused 
Direct  Light  through  the  decorative  Glass 
Bottom.  A  Crystal  Finial  ornament  adds  an 
attractive  finishing  touch  to  the  design. 


UNDERWRITERS  APPROVED 
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No.  V-6022 

Depth  overall 
1  3 Yi  inches 
Spread  1  2  inches 
Two  Light  Fixture 
200  Watt  Capacity 
Wired  Keyless 
Packed  individually 
4  to  unit 

Code:  Fjbb 


No.  V-6016 

Depth  overall  36  inches 
Spread  1  6  inches 
Two  Light  Fixture 
300  Watt  Capacity 
Center  Switch  controls 
one  or  two  lights 
Packed  individually 
4  to  unit 

Code:  Fjaf 


No.  V-6001 

Backplate  7  x  7  inches 
Extension  4  inches 
Wired  with 
Canopy  Switch 
One  Light  Bracket 
Metal  Backplate 
with  Wrought  Glass 
Pocket 

60  Watt  Capacity 
Packed  individually 
6  to  case 

Code:  Fjja 
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Finish:  Ivory  and  Gold 


with  Bottom  Glass  Plate  in  Ivory  with  Gold  Lustre  Border 


No.  V-6016 

Length  overall  36  inches 
Spread  1 6  inches 
Two  Light  Fixture 
300  Watt  Capacity 
Center  Switch  controls 
One  or  Two  Lights 
Packed  individually 
4  to  unit 

Code:  Fjaf 


No.  V-6022 

Depth  overall  1  3 3^2  inches 
Spread  1  2  inches 
Two  Light  Fixture 
200  Watt  Capacity 
Wired  Keyless 
Packed  individually 
4  to  unit 

Code:  Fjbb 


No.  V-601 2 

Length  overall  36  inches 
Spread  1  2  inches 
Two  Light  Fixture 
200  Watt  Capacity 
Center  Switch  turns  Lights 
On  or  Off 
Packed  individually 
4  to  unit 

Code:  Fjab 


No.  V-6026 

Depth  overall  1  3j/£  inches 
Spread  16  inches 
Two  Light  Fixture 
300  Watt  Capacity 
Wired  Keyless 
Packed  individually 
4  to  unit 

Code:  Fjbf 


No.  V-6026 


No.  V-601  2 


Finishes:  Bronze  and  Chrome  or  Ivory  and  Gold 


In  the  fixtures  of  the  Glendale  Seri  es  one  finds 
all  of  the  desired  lighting  qualities  prescribed 
and  recommended  by  leading  lighting  special¬ 
ists  but  at  a  cost  which  brings  them  well  within 
the  reach  of  the  most  modest  lighting  budget. 
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No.  V-3023-IG 

Finish:  Ivory  &  Gold 

Code:  Cjbcig 


No.  V-3023-BC 

Finish:  Bronze  &  Chrome 

Code:  Cjbcbc 

Spread  1  7  inches 
Length  overall  1  3  inches 
120  Watt  Capacity 
Packed  individually 
4  to  unit 


No.  V-3035-IG 

Finish:  Ivory  &  Gold 

Code:  Cjceig 

No.  V-3035-BC 

Finish:  Bronze  &  Chrome 

Code:  Cjcebc 

1  Spread  1  9  inches 
Length  overall  36  inches 
200  Watt  Capacity 
Packed  individually 
4  to  unit 

The  Bottom  Turn  Knob 
Switch  controls  two, 
three  or  five  I  ights. 

• 

No.  V-3001-IG 

Finish:  Ivory  &  Gold 

Code:  Cjjaig 

No.  V-3001-BC 

Finish:  Bronze  &  Chrome 

Code:  Cjjabc 

Backplate 
4%  x  4%  inches 
Extension  6V6  inches 
40  Watt  Capacity 
with  Canopy  Switch 
Packed  individually 
1 2  to  case 


l 
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Finishes:  Ivory  and  Gold  or  Bronze  and  Chrome  with  Ivory  Glass  Shades 


/, 

/. 


No.  V-3025-IG 
No.  V-3025-BC 


No.  V-3001-IG 
No.  V-3001-BC 


No.  V-3025-IG 

Finish:  Ivory  and  Gold 

Code:  Cjbeig 
No.  V-3025-BC 

Finish:  Bronze  and  Chrome 

Code:  Cjbebc 

Spread  1 9  inches 
Depth  overall  1  3  inches 
200  Watt  Capacity 
Packed  individually 
4  to  unit 
• 

No.  V-3001-IG 

Finish:  Ivory  and  Gold 

Code:  Cjjaig 

No.  V-3001-BC 

Finish:  Bronze  and  Chrome 

Code:  Cjjabc 

Backplate  4%  x  4%  inches 
Extension  inches 
40  Watt  Capacity 
with  Canopy  Switch 
Packed  individually 
1 2  to  case 
• 

No.  V-3023-IG 

Finish:  Ivory  and  Gold 

Code:  Cjbeig 

No.  V-3023-BC 

Finish:  Bronze  and  Chrome 

Code:  Cjbcbc 

Spread  1  7  inches 
Depth  overall  1  3  inches 
1  20  Watt  Capacity 
Packed  individually 
4  to  unit 
• 

No.  V-3033-IG 

Finish:  Ivory  and  Gold 

Code:  Cjccig 

No.  V-3033-BC 

Finish:  Bronze  and  Chrome 

Code:  Cjccbc 

Spread  1  7  inches 
Length  overall  36  inches 
With  On  and  Off  Switch 
1  20  Watt  Capacity 
Packed  individually 
4  to  unit 
• 

No.  V-3041-IG 

Finish:  Ivory  and  Gold 

Code:  Cjdaig 
No.  V-3041-BC 

Finish:  Bronze  and  Chrome 

Code:  Cjdabc 

Spread  9J4  inches 
Depth  overall  1  33^  inches 
40  Watt  Capacity 
Packed  individually 
6  to  unit 


No.  V-3033-IG 
No.  V-3033-BC 


No.  V-3041-IG 
No.  V-3041-BC 


Finish:  Antique  Gold  with  Color 
with  Ivorytone  Glass 


The  Ashbury  fixtures,  generous  in  size  and  so 
economical  in  cost,  meet  perfectly  the  standards 
of  the  Better  Light  -  Better  Sight  program.  The 
Wrought  Glass  pockets  in  Ivorytone  finish  cast 
the  soft  glareless  light  so  vitally  important  to 
eyesight  conservation. 
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No.  V-1423 

Spread  1  5  inches 
Length  1 1  inches 
1  80  Watt  Capacity 
Finish:  Antique  Gold 
and  Color 

with'lvorytone  Shades 

Code:  Adbc 

• 

No.  V-1401 

Extension  inches 
Height  1  0  inches 
Wired  with  turn  switch 
60  Watt  Capacity 
Finish:  Antique  Gold 
with  Ivorytone  Shades 

Code:  Adka 


No.  V-1405 

Spread  1  7  inches 
Length  36  inches 
300  Watt  Capacity 
Finish:  Antique  Gold 
with  Color 
Ivorytone  Shades 

Code:  Adke 

Center  switch  controls 
two,  three  or  five  lights 
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Finish:  Antique  Gold  and  Color  -  Ivorytone  Shades 


No.  V-1405 

Spread  1  7  inches 
Length  overall  36  inches 
300  Watt  Capacity 
Center  switch  controls  two,  three 
and  five  lights 

Finish:  Antique  Gold  and  Color 
with  Ivorytone  Shades 

Code:  Adke 


No.  V-1425 

Sprecd  1  7  inches 
Length  1 1  inches 
300  Watt  Capacity 
Finish:  Antique  Gold  and  Color 
with  Ivorytone  Shades 

Code:  Adbe 


No.  V-1423 

Spread  1  5  inches 
Length  1 1  inches 
1  80  Watt  Capacity 
Finish:  Antique  Gold  and  Color 
with  Ivorytone  Shades 

Code:  Adbc 


No.  V-1401 

Extension  3l/i  inches 
Height  1 0  inches 
Wired  with  Turn  Switch 
60  Watt  Capacity 
Finish:  Antique  Gold 
with  Ivorytone  Shades 

Code:  Adka 


No.  V-1403 

Spread  1  5  inches 
Length  36  inches 
180  Watt  Capacity 
Finish:  Antique  Gold  and  Color 
with  Ivorytone  Shades 

Code:  Adkc 


No.  V-1403 


Finish:  Toned  Ivory  and  Gold 


In  these  attractive  pieces  our  designers  have 
answered  the  wide  demand  for  inexpensive  yet 
nicely  styled  fixtures  in  a  finish  to  match  the 
light  woodwork  so  generally  used  today  by 
interior  decorators.  Sturdily  constructed  of 
cast  metal,  their  durable  lacquer  finish  will  last 
indefinitely. 
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UNDERWRITERS  APPROVED 


No.  V-1342 

Depth  overall  3 inches 
Spread  12T£  inches 
Packed  individually 
1 2  to  case 

Code:  Acdb 


No.  V-1335 

Length  overall  36  inches 
Spread  16  inches 
Equipped  with 
On  and  Off  Switch 
Packed  individually 
4  to  unit 

Code:  Acce 


No.  V-1343 

Depth  overall  3^4  inches 
Spread  12 Yt.  inches 
Packed  individually 
1 2  to  case 

Code:  Acdc 
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Finish:  Toned  Ivory  and  Gold 


No.  V-1345 


No.  V-1307 


No.  V-1  333  -  3  Lt. 
No.  V-1  332  -  2  Lt. 


No.  V-1333 

Length  overall  36  inches 
Spread  12J4  inches 
Equipped  with  On  and  Off  Switch 
Packed  individually 
6  to  case 

Code:  Accc 


No.  V-1332 

Length  overall  36  inches 
Spread  1  234  inches 
Equipped  with  On  and  Off  Switch 
Packed  individually 
6  to  case 

Code:  Accb 


No.  V-1345 

Depth  overall  434  inches 
Spread  16  inches 
Packed  individually 
4  to  case 

Code:  Acde 


No.  V-1307 

Backplate  434  x  1034  inches 
Extension  4%  inches 
Wired  with  Convenience  Outlet 
Packed  individually 
1  2  to  case 

Code:  Acjg 


No.  V-1341 

Diameter  Canopy  734  inches 
Packed  individually 
1  2  to  case 
Wired  Complete 
Code:  Acda 


No.  V-1302 

Backplate  434  x  1034  inches 
Spread  8  inches 
Packed  individually 
1 2  to  case 

Code:  Acjb 


No.  V-1301 

Backplate  434  x  1034  inches 
Extension  4 %  inches 
Packed  individually 
1 2  to  case 

Code:  Acja 


Finish:  Antique  Gold 
with  Delicate  Touches  of  Color 


These  fine  large  fixtures  in  an  interesting  design 
have  been  carefully  lacquered  to  give  a  finish 
which  will  retain  its  prepossessing  appearance 
for  an  indefinite  period.  In  contrast  to  their 
remarkable  quality  the  prices  are  appealingly 
low. 


UNDERWRITERS  APPROVED 


No.  V-5001 

Backplate 
5M  x  9 ]/i  inches 
Extension  4  inches 
Wired  with 
Pull-chain  Socket 
Packed  individually 
1 2  to  case 
Finish: 

Antique  Gold  &  Color 

Code:  Ejja 
No.  V-5001 -CO 

Same  as  No.  V-5001 
but  is  equipped  with 
convenience  outlet 

Code:  Ejjaco 


No.  V-5043 

Depth  overall  inches 
Spread  1  3  inches 
Packed  individually 
6  to  case 
Finish: 

Antique  Gold  &  Color 

Code:  Ejdc 

No.  V-5035 

Length  overall  36  inches 
Spread  1  inches 
Equipped  with 
Off  and  On  Switch 
Packed  individually 
4  to  case 
Finish: 

Antique  Gold  &  Color 

Code:  Eice 


VVVVNW  V  vv  vv  VV  \  VV  \  V  V 
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Finish:  Antique  Gold  with  Delicate  Touches  of  Color 


No.  V-5025 


No.  V-5043 


No.  V-5042 


No.  V-5033  -  3  Lt. 
No.  V-5032  -  2  Lt. 


No.  V-5001 
No.  V-5001 -CO 


No.  V-5025 

Depth  overall  10  inches 
Spread  1  534  inches 
4  to  case 

Packed  individually 
Finish:  Antique  Gold  and  Color 

Code:  Ejbe 
No.  V-5033 

Three  Light  Fixture 
Length  overall  36  inches 
Spread  1  3  inches 
Equipped  with  On  and  Off  Switch 
Packed  individually 
6  to  case 

Finish:  Antique  Gold  and  Color 

Code:  Ejcc 
No.  V-5032 

Two  Light  Fixture 
Length  overall  36  inches 
Spread  1  3  inches 
Equipped  with  On  and  Off  Switch 
Packed  individually 
6  to  case 

Finish:  Antique  Gold  and  Color 

Code:  Ejcb 

• 

No.  V-5043 

Depth  overall  234  inches 
Spread  1  3  inches 
Packed  individually 
6  to  case 

Finish:  Antique  Gold  and  Color 

Code:  Ejdc 
No.  V-5042 

Depth  overall  234  inches 
Spread  1  3  inches 
Packed  individually 
6  to  case 

Finish:  Antique  Gold  and  Color 

Code:  Ejdb 

No.  V-5001 

Backplate  534  x  934  inches 
Extension  4  inches 
Wired  with  Pull-chain  Socket 
Packed  individually,  1  2  to  case 
Finish:  Antique  Gold  and  Color 

Code:  Ejja 


No.  V-5001 -CO 

Same  as  No.  V-5001 
but  is  equipped  with 
convenience  outlet 

Code:  Ejjaco 


'Tie  TtLCjitcm  TTeiiel 


Finishes:  Ivory  and  Gold  or  Chromalum 


The  Brighton  Series  symbolizes  indirect  and 
semi-indirect  light  that  is  so  restful  to  the  eyes. 
It  fills  the  room  with  a  pleasant  inviting  mellow 
light  and  it  is  more  economical  than  poor  light 
from  antiquated  fixtures. 
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UNDERWRITERS  APPROVED 


No.  V-1905-C 

Spread  1 6  inches 
Length  overall 
36  inches 

200  Watt  Capacity 
Packed  individually 
4  to  unit 

Finish:  Chromalum 

Code:  Aikec 
No.  V-1  905-IG 

Same  as  above 
Finish:  Ivory  and  Gold 
Code:  Aikeig 

No.  V-1 901 -C 

Backplate  43^  inches 
Extension  6%  inches 
60  Watt  Capacity 
Packed  individually 
4  to  unit 

Finish:  Chromalum 

Code:  Aikac 

No.  V-1 901 -IG 

Same  as  above 
Finish:  Ivory  and  Gold 
Code:  Aikaig 

No.  V-1935-IG 

Spread  1 6  inches 
Length  overall 
36  inches 

200  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  and  Gold 

Code:  Aiceig 

No.  V-1935-C 

Same  as  above 
Finish:  Chromalum 
Code:  Aicec 


1935  -IG 
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Excellent  Values  in  Fine  Large  Fixtures 


No.  V-151 


No.  V-163 


No.  V-151 


Backplate  4  J/2  inches 
Packed  individually 
Wired  with  Canopy  Switch 
1 2  to  case 

Finish  Code 

Antique  Ivory  Eypa 

Old  Brass  E  ura 


No.  V-163 

Spread  1  2  inches 
Packed  individually,  1  2  to  case 

Finish  Code 

Antique  Ivory  Vang 

Old  Brass  Veda 


No.  V-165 


No.  V-165 

Spread  1  5  inches 
Packed  individually,  6  to  case 

Finish  Code 

Old  Brass  Gony 


No.  V-162 

Spread  1  2  inches 
Packed  individually 
24  to  case 

Finish  Code 

Antique  Ivory  Cart 

Old  Brass  Crox 


No.  V-40-E 

Bare  with  strap 
Diameter  Canopy  53^>  inches 
Packed  48  to  case 


Finish 

Code 

Ivory 

Trophy 

Pewter 

Weal 

Old  Brass 

Weep 

Chromium 

Welt 

Statuary  Bronze 

Wend 

No.  V-162 


No.  V-40-E 


3 


unmn 


Zoom 


y 

/ 
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Only  by  seeing  tlnem  can  these  truly  beautiful 
pieces  and  their  amazing  qualities  be  appre¬ 
ciated.  The  706-08-10  are  very  appropriate 
rumpus  rooms,  and  any  boy 
to  have  this  sea-going  fixture 


No. 


Depth 

Lights 

Pkg. 

Code 

4" 

1 

6 

Ckf 

414" 

2 

6 

Ckh 

4K" 

3 

6 

Caf 

Dn  the  Holder,  Ivory  Glass  with 
Trim  and  Crystal  Bottom. 

WRITERS  APPROVED 
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No.  J-571-1 

Ivory  -  Code:  Egai 

No.  J-571-R 

Rose  -  Code:  Egar 

No.  J-571-B 

Blue  -  Code:  Egab 

No.  J-571-G 

Green  -  Code:  Egag 

No.  J-571-C 

French  Crystal 
Code:  Egac 

Ivory  Holder 
Glass  1 0"  Spread 
100  Watt  Capacity 
Packed  individually 
Complete  with  Glass 
4  to  case 

No.  J-481  -G 

Greentint  -  Code:  Dhag 

No.  J-481 -P 

Peachtint  -  Code:  Dhap 

No.  J-481 -B 

Bluetint  -  Code:  Dhab 

No.  J-481  -M 

Mellowtone 
Code:  Dham 

No.  J-481  -F 

Fawntint  -  Code:  Dhaf 
Ivory  Holder 
Glass  10"  Spread 
100  Watt  Capacity 
Packed  individually 
Complete  with  Glass 
4  to  case 
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Kitchen  and  Hi 
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Finishes 


□s 


Listed 


No.  J-307 


\ 


No.  V-152 


No.  V-614 


No.  V-614 

Chromium  Holder 
4-inch  Fitter  -  Wired  Keyless 
Opal  Glass  with  Crystal  Center 
Etched  Crystal  Glass  Circlet 
1  43^  inch  diameter 
1  50  Watt  Capacity 
Packed  individually,  4  to  unit 

Code:  Fad 


No.  V-612 

Chromium  Holder 
2J4  inch  Fitter  -  Wired  Keyless 
Opal  Glass  with  Crystal  Center 
Etched  Crystal  Glass  Circlet 
1  2-inch  diameter 
100  Watt  Capacity 
Packed  individually,  4  to  unit 

Code:  Fab 


No.  V-152 

Spread  1  2  inches 
Packed  individually,  24  to  case 
Ivory  Pastelle  Finish 

Code:  Boast 


No.  V-152-PC 

Same  as  above 
with  Pull-Chain 

Code:  Grouse 


No.  J-2941 

Depth  overall  9 Yl  inches 
Spread  7  H  inches 
60  Watt  Capacity 
Packed  individually 
with  Glassware 
1  2  to  unit 

Finish:  Ivory  and  Gold 

Code:  Bida 


No.  J-307 

Ivory  Holder 
Crystal  Etched  Glass 
Spread  1}/%  inches 
60  Watt  Capacity 
Packed  individually,  1  2  to  case 

Code:  Cjg 


Heclto-om 


Semi-Indirect  and  Total  Indirect  Lighting 


These  lovely  bedroom  designs  are  available 
in  a  fine  variety  of  colors  in  delicate  pastel 
tones  to  match  in  perfect  harmony  the  deco¬ 
rating  scheme  of  your  home. 

The  colors  on  all  glasswcre  are  fired  into  the 
glass  and  will  not  fade,  wash  off  or  deteriorate. 


UNDERWITERS  APPROVED 
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No.J-471-l 

Ivory  Tint 
Code:  Dgai 

No.  J-471-G 

Green  Tint 

Code:  Dgag 

No.  J-471-R 

Rose  Tint 
Code:  Dgar 

No.  1-471  -H 

Honey 

Code:  Dgah 

Ivory  Holder 
Glass  10  inch  Spread 
100  Watt  Capacity 
Packed  individually 
Complete 
with  Glassware 
4  to  case 

No.  J-461-1 

Ivory  Tint 

with  Crystal  Bottom 

Code:  Dfai 

No.  J-461-B 

Blue  Tint 

with  Crystal  Bottom 

Code:  Dfab 
No.  J-461-R 

Rose  Tint 

with  Crystal  Bottom 

Code:  Dfar 

Ivory  Holder 
Glass  10  inch  Sprecd 
100  Watt  Capacity 
Packed  individually 
Complete 
with  Glassware 
4  to  case 

No.  V-1991 

Spread  1  2  inches 
1  50  Watt  Capacity 
Packed  individually 
4  to  unit 

Finish:  Ivory  &  Gold 

Code:  Aiia 


— 

I  1 1, 

m  Jr  Jaw  $ 
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With  Graceful  Contours  and  Harmonious  Finish 


No.  V-1243 

Spread  1 0  inches 
Packed  individually,  1  2  to  case 
Old  Ivory 

Code:  Gura 

• 

No.  V-1241 

Spread  7  inches 
Packed  individually,  1  2  to  case 
Old  Ivory 

Code:  Gwax 
No.  201 

Backplate  434  x  634  inches 
Packed  individually,  1  2  to  case 
Wired  Pull-chain 
Old  Ivory 

Code:  Gapa 
No.  V-1201-CO 

Same  as  above  except 
with  Convenience  Outlet 

• 

No.  V-1242 

Spread  1 1  inches 
Packed  individually,  1  2  to  case 
Old  Ivory 

Code:  Goto 
No.  V-1971 

Indirect  Beamlight 
Diameter  Canopy  534  inches 
Diameter  Reflector  734  inches 
Wired  Keyless 

Packed  individually,  24  to  case 
Ivory  Finish 

Code:  Aiga 
No.  V-331 

Ivory  Reflector 

with  Mellowtone  Glass  Bottom 
100  Watt  Capacity 
Spread  1 0  inches 
Packed  individually,  6  to  unit 

Code:  Cca 

• 

No.  V-352 

Two  Light  Fixture 
Ivory  and  Gold  Finish 
with  Ivory  Glass  Bottom  Dish 
100  Watt  Capacity 
Spread  1  2  inches 
Packed  individually,  4  to  unit 

Code:  Ceb 

No.  V-7041-IG 

1  Light  Fixture 
1  50  Watt  Capacity 
1  2  inch  Spread 
Depth  overall  1  334  inches 
Packed  individually,  4  to  unit 
Finish:  Ivory  and  Gold 
Ivory  and  Gold  Glass  Bottom 

Code:  Gjdaig 


No.  V-331 


No.  V-7041-IG 


Reclt&om 


In  selecting  the  lighting  for  a  bedroom,  it  is 
important  to  consider  qualities  of  tone  and 
color  which  are  complementary  to  the  other 
furnishings  of  the  room.  The  attractive  pieces 
shown  on  this  page  have  a  wide  range  of 
decorations  which  have  been  discriminatingly 
selected  to  meet  the  approval  of  the  most 
exacting  taste. 


UNDERWRITERS  APPROVED 
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No.  J-711 

2  Light  Fixture 
1  50  Watt  Capacity 
Spread  12"  -  Drop  10" 
Packed  4  to  unit 
Finish:  Ivory  &  Gold 
with  Ivory  Glass 

Code:  Gaa 
No.  J-2012-1 

Ivory  Iced  Glass 

Code:  Bkabi 
No.  J-2012-G 

Green  Iced  Glass 

Code:  Bkabg 
No.  J-2012-B 

Blue  Iced  Glass 

Code:  Bkabb 
No.  J-2012-R 

Rose  Iced  Glass 

2  Light  Fixture 

1  50  Watt  Capacity 
Spread  12"  -  Drop  10" 
Packed  4  to  unit 
Finish:  Ivory  &  Gold 
Code:  Bkabr 

No.  J-581-R 

Rose  Glass 
Code:  Ehar 

No.  J-581-B 

Blue  Glass 
Code:  Ehab 

No.  J-581-G 

Green  Glass 

Code:  Ehag 
No.  J-581-1 

1  Light  Fixture 
75  Watt  Capacity 
Spread  6H"  -  Drop  7  Yi" 
Packed  6  to  case 
Finish:  Ivory 

Code:  Ehai 
No.  J-2543 

3  Light  Fixture 
Spread  1  2^6" 

Packed  4  to  unit 
Finish:  Ivory  &  Gold 
Code:  Bede 
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Finishes:  As  Specified 


No.  J-2265 — 9" 
No.  J-2269 — 1 1  ' 


No.  J-2295 —  9" 
No.  J-2299 — 1 1  " 


No.  J-852-1 
No.  J-852-R 


Kl-  1  ° Q 


No.  J-2293-C 
No.  J-2293-1 


No.  J-2265— 9" 

2  Lights  -  80  Watt  Capacity 
Packed  individually,  6  to  case 
Finish:  Colonial  Brass 

Code:  Bbfe 
No.  J-2269— 11  " 

2  Lights  -  1  50  Watt  Capacity 
Packed  individually,  6  to  case 
Finish:  Colonial  Brass 

Code:  Bbfi 
No.  J-2295— 9" 

2  Lights  -  80  Watt  Capacity 
Packed  individually,  6  to  case 
Finish:  Colonial  Brass 

Code:  Bbie 
No.  J-2299— 11" 

2  Lights  -  1  50  Watt  Capacity 
Packed  individually,  6  to  case 
Finish:  Colonial  Brass 

Code:  Bbii 
No.  J-852-1 

Ivory  Glass 

Code:  Hebi 
No.  J-852-R 

Rose  Glass 

Code:  Hebr 

No.  J-852-B 

Blue  Glass 

Code:  Hebb 

No.  J-852-C 

Crystal  Glass 

Code:  Hebe 

9"  Ivory  Ceiling  Ring 
Depth  4%  inches 
2  Light  Fixture 
Packed  6  to  case 

No.  J-292-C 

Colonial  Brass  -  Cut  Shade 

Code:  Bibc 

No.  J-292-O 

Chromium — Opal  Glass 

Code:  Bibo 
No.  J-292-1 

Colonial  Brass  with  Ivory  Glass 
Ceiling  Ring 
Glass  6}4  x  3%"  Deep 
Packed  6  to  case 

Code:  Bibi 
No.  J-2293-C 

Colonial  Brass  with  Cut  Shade 

Code:  Bb  icc 
No.  J-2293-1 

Colonial  Brass  with  Ivory  Glass 
Spread  iy2"  -  Depth  5%" 

60  Watt  Capacity 
Packed  individually,  6  to  case 

Code:  Bbici 


Heclto-om  Jllcjltincj 


Indirect  and  Semi-Indirect 
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No.  J-231-C 

Ivory  Holder 
Crystal  Etched  Glass 
75  Watt  Capacity 
Spread  inches 
Packed  individually 
6  to  case 

Code:  Bcac 
No.  J-471-C 

Chromium  Holder 
Crystal  Glass 
1 0  inch  Spread 
100  Watt  Capacity 
Packed  individually 
4  to  case 

Code:  Dgac 
No.  V-872 

Ivory  and  Gold  Fixture 
Ivory  Iridescent  Glass 
with  Gold  Stripes 
Spread  1  2  inches 
Depth  5%  inches 
Two  Lights 
1  50  Watt  Capacity 
Packed  individually 
4  to  unit 

Code:  Hgb 
No.  J-2922 

Depth  overall 
11  inches 
Spread  123^  inches 
1  50  Watt  Capacity 
Packed  individually 
with  Glassware 
4  to  unit 

Finish:  Ivory  &  Gold 

Code:  Bibb 
No.  V-1981-IG 

Total  Indirect  Fixture 
Ivory  and  Gold  Finish 
1  50  Watt  Capacity 
Spread  1  2  inches 
Packed  individually 
4  to  unit 
Code:  Aihaig 
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The  Welcoming  Glow  of  an  Attractive  Lantern  Reflects  the  Hospitality 

awaiting  within  the  Home 


No.  V-345 

Length  1 0%  inches 
Lantern  9  x  434  inches 
Diameter  Canopy  5  inches 
Crystal  Marine  Globe 
4  to  case 

Finish:  Antique  Copper 

Code:  Cde 
No.  V-985 

Diameter  Canopy  7 34  inches 
Depth  overall  534  inches 
Wired  and  packed  individually 
4  to  case 

Finish:  Forged  Iron 

Code:  Value 

No.  V-325 

Length  11%  inches 
Lantern  9%  x  534  inches 
Diameter  Canopy  5  inches 
Crystal  Etched  Glass 
4  to  case 

Finish:  Antique  Copper 

Code:  Cbe 
No.  V-327 

Extension  6%  inches 
Lantern  9 J/g  x  534  inches 
Backplate  5  inches  wide 
Crystal  Etched  Glass 
4  to  case 

Finish:  Antique  Copper 

Code:  Cbg 

No.  V-973 

Overall  length  16  inches 
Extension  7  inches 
Clear  Crystal  Glass 
Packed  individually,  4  to  unit 
Finish:  Black  and  Chrome 
Code:  Igc 

No.  V-347 

Extension  634  inches 
Lantern  9  x  434  inches 
Backplate  5  inches  wide 
Crystal  Marine  Globe 
4  to  case 

Finish:  Antique  Copper 

Code:  Cdg 

No.  V-987 

Extension  7  inches 
Lantern  834  *  534  inches 
Wired  and  packed  individually 
4  to  case 

Finish:  Forged  Iron 

Code:  Venus 

No.  V-677-B 
Lantern  Cage  5  x  534  inches 
Length  10%  inches 
Extension  5  inches 
Cast  Aluminum  and  Brass 
Antique  Crystal  Panels 
Packed  individually,  4  to  case 
Finish:  Black 

Code:  Fggb 
No.  V-977 

Extension  7  inches 
Lantern  7  x  534  inches 
Wired  and  packed  individually 
4  to  case 

Finish:  Forged  Iron 

Code:  Jockey 
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Wired  and  Packed  Complete  with  Glassware 


No.  V-653 

Chromium  Holder 
White  Glass  with  Crystal  Lines 
and  Etched  Crystal  Glass  Circlet 
60  Watt  Capacity 
Spread  9  inches 
Packed  individually 
6  to  unit 
Code:  Fee 


No.  V-53/652 

Chromium  Holder 
Glassware 

White  with  Crystal  Lines 
and  Prismatic  Bottom 
Cat.  No.  Code 

V-53/652  Feb 

V-53-CO/652  Febco 

Packed  individually,  1  2  to  case 


No.  V-53/650 


Chromium  Holder 
White  Glass 
with  Crystal  Lines 
60  Watt  Capacity 
Spread  4%  inches 
Packed  individually 
6  to  case 
Code:  EcFek 


2  Light  Bracket 
Chromium  Holder 
White  Glass  with  Crystal  Lines 
and  Louvred  Bottom 
Glass  is  334  x  334  x  11  inches 
No.  V-474-CO  with  outlet  Code:  Dgdco 

No.  V-474  less  outlet  Code:  Dgd 

Packed  individually 
4  to  unit 


No.  V- 53/651 

Chromium  Holder 
Glassware 

White  with  Crystal  Lines 
and  Prismatic  Bottom 
Cat.  No.  Code 

V-53/651  Fea 

V-53-CO/651  Feaco 

Packed  individually,  1  2  to  case 


No.  J-53/2702 

Chromium  Holder 
White  Glassware  with 
Crystal  Prismatic  Window 
Cat.  No.  Code 

J-53/2702  Ecbgkb 

J-53-CO/2702  Bgkbco 

Packed  individually,  1  2  to  case 
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Smartly  Styled  Designs  in  Snow-White 

for  Fluorescent 


Porcelain  and  Streamlined  Units 
Lighting 


No.  V-110-CO 

Porcelain  Holder 
with  White  Opal  Glass 
Diameter  Backplate  5  inches 
Packed  individually,  1  2  to  case 
Finish:  Plain  White 

No.  V-1 1  0-CO  with  outlet  Code:  Aakco 
No.V-110  I  ess  outlet  Code:  Aak  « 


No.  V-785 

For  1  8  inch  Lamp 
Backplate 
20  x  3/^2  inches 
Extension  1  %  inches 
Equipped  with 
On  and  Off  Switch 
Packed  individually 
6  to  case 
Finish:  Chromium 
No.  V-785-CO  with  outlet 
Code:  Gheco 

No.  V-785  less  outlet 
Code:  Ghe 


No.  V-786 

For  24  inch  Lamp 
Backplate 
26  x  3^2  inches 
Extension  1  %  inches 
Equipped  with 
On  and  Off  Switch 
Packed  individually 
6  io  case 
Finish:  Chromium 
No.  V-786-CO  with  outlet 
Code:  Ghfco 

No.  V-786  less  outlet 
Code:  Ghf 


No.  V-52-CO 

Porcelain  Bracket 
Dimensions  4J^  x  7  inches 
Extension  3%  inches 
Wired  with  Pull  Switch 
Packed  individually,  1  2  to  case 
Finish:  Plain  White 

No.  V-52-CO  with  outlet  Code:  Jersey 
No.  V-52  less  outlet  Code:Jimsen 


Nc 


No.  V-120-CO 

Porcelain  Bracket 
with  White  Opal  Glass 
Backplate  4"  x  7"  -  Extension  5" 
Wired  Pull-Chain 
Packed  individually,  1  2  to  case 
Finish:  Plain  White 
V-1  20-CO  with  outlet  Code:  Abkco 


No.  V-1  20  less  outlet  Code:  Abk 


FLUORESCENT  LAMP  BRACKET 

These  Fluorescent  fixtures  are  equipped  with  replaceable 
switch  starter.  Previously  part  of  the  auxiliary  equipment,  the 
switch  starter  is  now  a  separate  unit,  conveniently  located 
in  the  Y\rnf\'~*  1 —  - 1  ' 


No.  V-219 

Vapor  Proof  Unit 
for  Bathroom  or  Shower 
Diameter  Canopy  inches 
Packed  individual  I y ,  1  2  to  case 
Finish:  White  Porcelain 
with  glass  unit 
Code:  Halo 


No.  V-130-CO 

Porcelain  Bracket 
Backplate  4x7  inches 
Extension  3%  inches 
Wired  Pull-Chain 
Packed  individually,  1  2  to  case 
Finish:  Plain  White 

No.  V-1  30-CO  with  outlet  Code:  Ackco 
No.  V-1  30  less  outlet  Code:  Ack 
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New  Light  Conditioners  for  Direct  -  Indirect  Lighting 


TAKE  OFF  THE  OLD  GLOBE 
AND  PUT  ON  THE  CRITERION 
.  .  .  THE  EFFECT  IS  AMAZING 


No.  J-822 

Spread  22  inches  -  Fitter  6  inches 
300-500  Watt  Capacity 
Packed  4  to  container 
Code:  Hbb 

For  use  on  any  6  inch  Pendant 
or  Casing  Hanger 


Illustrating  the  Combination 
of  No.  V-81  7  with  No.  V-46-C 
Chromium  Casing  Hanger 


USE  ONLY 
INSIDE  FROSTED 
LAMPS  WITH 
THE  CRITERION 
CONVERTORS 


Illustrating  the  Combination 
of  No.  J-822  with  No.  V-1  56-CM 
Chromium  Casing  Hanger 


USE  THE  CRITERION  TO  CONVERT 
OLD  LIGHTING  INTO  NEW 
WITHOUT  INSTALLATION  COST 


Illustrating  the 
use  of  No.  J-81  4 
on  a  Chromium 
Ceiling  Holder 


REPLACE  OLD  STYLE  GLOBES 
WITH  THESE  STUNNING 
LIGHT-CONDITIONING 
CONVERTORS 


No.  J-81 4 

Spread  17  inches  -  Fitter  4  inches 
1  50  Watt  Capacity 
Packed  4  to  container 

Code:  Had 

For  use  on  any  4  inch  Pendant 
or  Ceiling  Holder 


Finish: 

Metal  Reflector:  Satin  Aluminum 
with  Polished  Highlights 
Glass:  Enameled  with  Crystal 
Louvred  Bottom 


No.  J-81 7 

Spread  17  inches  -  Fitter  6  inches 
200-300  Watt  Capacity 
Packed  4  to  container 

Code:  Hag 

For  use  on  any  6  inch  Pendant 
or  Ceiling  Holder 
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For  Store,  Office  and  General  Commercial  Lighting 


THE  LIGHT  CONDITIONER 

Watt  Std. 

No.  Spread  Fitter  Depth  Capacity  Pkg.  Code 

J -41 9  19"  6"  8H"  300  4  Dai 

J-414  14"  4"  1%"  150  4  Dad 

Finish:  Glass  -  Enameled  Bottom,  Fumed  Top 
Metal  Louvre  -  Satin  Aluminum 
with  Polished  Highlite 


THE  BULL’S-EYE  LIGHT  CONDITIONER 

Watt  Std. 

No.  Spread  Fitter  Depth  Capacity  Pkg.  Code 

J-319  19"  6"  W  300  4  Cai 

J-314  14"  4"  734"  150  4  Cad 

Finish:  Glass  -  Bull's-Eye  Bottom,  Fumed  Top 
Metal  Louvre  -  Satin  Aluminum 
with  Polished  Highlite 


No.  J-408 

No.  Std. 


Spread 

Depth 

Lights 

Pkg. 

Code 

6^ 

4^ 

1 

6 

Dkf 

8  34 

434 

2 

6 

Dkh 

1034 

4^ 

3 

6 

Dak 

CHROMIUM  CEILING  HOLDER 
White  Glass  with  2  Clear  Lines 
Crystal  Bull’s-Eye  Bottom 


Illustrating  the  use  of  Light  Conditioner  No.  J-41  9 
on  Hanger  No.  V-1  56-C 


No.  V-661 

Semi-Indirect  Wall  Bracket 
Backplate  5  inches 
Spread  534  inches 
Extension  6%  inches 
60  Watt  Capacity 
Opal  Glass  -  Spun  Reflector 
Packed  individually,  1  2  to  case 
Chromium  Finish 
Code:  Ffa 


Illustrating  the  use  of  Light  Conditioner  No.  J-319 
on  Hanger  No.  V-1  56-C 
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THE  EMPEROR 
OPAL  COMMERCIAL  GLAS 


No. 

Size 

Fitter 

Depth 

Std.  Pk< 

■/ 

12 

J-3508 

834" 

4" 

7" 

J-3510 

10" 

4" 

734" 

8 

J-3512 

12" 

6" 

IK" 

4 

J-3514 

14" 

6" 

834" 

2 

J-3516 

16" 

6" 

934" 

2 

THE  ADMIRAL 

\L  COMMERCIAL  GLASSWARE 


No. 

Size 

Fitter 

Depth 

Std.  Pkg. 

Code 

>-3406 

634" 

3  34" 

5" 

12 

Cdkf 

-3408 

834" 

4" 

634" 

12 

Cdkh 

1-3412 

12" 

6" 

834" 

4 

Cdab 

r34l4 

14" 

6" 

934" 

2 

Cdad 

THE  SENATOR 

ENAMELED  COMMERCIAL  GLASSWARE 
WITH  LOUVRED  BOTTOMS 


Unsurpassed  for  Direct  Lighting 


No. 

Size 

Fitter 

Depth 

Std.  Pkg. 

Code 

J-3308 

834" 

4" 

634" 

12 

Ccih 

J-3312 

12" 

6" 

8T4" 

4 

Ccab 

J-3314 

14" 

6" 

934" 

2 

Ccad 

No.  J-778 

Semi-Indirect  Convertor 
Fastens  on  the  Light  Bulb 
and  converts  bare  lamp  fixtures 
into  shaded  light 
Diameter  534  inches 
Ivory  Glass  with  Crystal  Highlights 
Complete  with  Lamp  Clip 
Packed  48  to  case 

Code:  Ggh 


THE  COMMANDER 


TENSOLITE  GLASS 


No. 

Size 

Fitter 

Depth 

Std.  Pkg. 

Code 

J-2 

834" 

4" 

7" 

12 

Tabby 

J-4 

10" 

4" 

734" 

8 

Tabor 

J-6 

12" 

6" 

8" 

4 

Talon 

J-08 

14" 

6" 

834" 

2 

Taper 

J-10 

16" 

6" 

11 " 

2 

Tenor 

No.  J-3502 

Opal  Bathroom  Shade 
75  Walt  Capacity 

234  inch  Fitter 

Packed  24  to  case 
Code:  Cejb 


No.  J-3506 

Open  Bottom  Shade 
Fitter  234  "  Diameter  634 " 

Depth  5*34  inches 
Packed  1  2  to  case  Code:  Cejf 


No.  J-3501 

Opal  Bathroom  Shade 
60  Watt  Capacity 
234  inch  Fitter 
Packed  36  to  case 
Code:  Ceja 
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For  Store,  Office  and  General  Commercial  Lighting 


THE  CAVALCADE  SERIES 
Prismatic  Crystal  Top  -  Enameled  Bottom 


No.  J-3807 

Diameter  7  inches  -  Depth  6  inches 
Four  inch  Fitter 
100  Watt  Capacity 

Packed  1  2  to  carton  Code:  Chjg 


No.  J- 3 808 

Diameter  834  inches  -  Depth  634  inches 
Four  inch  Fitter 
1  50  Watt  Capacity 

Packed  1  2  to  carton  Code:  Chjh 


No.  J-3813 

Diameter  1  3  inches  -  Depth  9  inches 
Six  inch  Fitter 
300  Watt  Capacity 

Packed  2  to  carton  Code:  Chac 


No.  J-576 

Black  I  ine  decoration 
3T£  inch  Fitter 
6  inch  Diameter 
2 34  dozen  to  case 
Code:  Truck 


No.  J-114 

Diameter  6  inches  -  Depth  434  inches 
234  inch  Fitter 

Packed  72  to  case  Code:  Tokio 

No.  J-1 1 6 

Diameter  7  inches  -  Depth  534  inches 
234  inch  Fitter 

Packed  48  to  case  Code:  Trout 


No.  J-3806 

Open  Bottom  Shade 
234  inch  Fitter 

Diameter  634  inches  -  Depth  534  inches 
Packed  1 2  to  case 


Code:  Chjf 


No.  J-519-D 

Crystal  Bottom  Unit 
Black  Decoration 

Diameter  934  inches  -  Depth  1  234  inches 
Fitter  6  inches 
1  00-200  Watt  Capacity 
Packed  individually 
Code:  Master 


No.  J-519 

Crystal  Bottom  Unit 
Plain  White 

Diameter  934  inches  -  Depth  1  234  inches 
Fitter  6  inches 
100-200  Watt  Capacity 
Packed  individually 

Code:  Mystic 


No.  J-908 

Porch  Globe 
334  inch  Fitter 
Finish: 

Clear  Amber 
or 

Crystal  Acid  Etched 
234  dozen  to  case 
Code:  Ijh 
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Smooth  Flowing  Contours  —  Smart,  Up-to-the-Minute  Designs 


No.  V-62-E 

Streamline  Bath  Bracket 
or  Ceiling  Holder 
234  inch  Fitter 

Diameter  of  Canopy  434  inches 
Bare  with  Strap 
Packed  individually 
60  to  case 

Finish  Code 

White  Enamel  Fbew 

Chromium  Fbec 


No.  V-1 24-E 

Streamline  Holder 
4  inch  Fitter 

Diameter  of  Canopy  734  inches 
Bare  with  strap 
Packed  individually 
24  to  case 
Finish:  Chromium 
Code:  Abdc 


No.  V-43-E 

Bare  with  strap 
With  eyelet 

Diameter  Canopy  534  inches 
Packed  individually,  48  to  case 
Chromium  Finish 
Code:  Zyra 


No.  V-60-E 

Streamline  Kitchen  Holder 
Diameter  canopy  534  inches 
4"  Fitter  -  Bare  with  Strap 
Packed  individually,  48  to  case 
Finish  Code 

White  Enamel  Fjew 

Chromium  Fjec 


No.  V-32-E 

Streamline  Beamlite 
Diameter  canopy  434  inches 
Bare  with  Strap 

Packed  individually,  60  to  case 
Finish  Code 

Chromium  Cbec 

White  Enamel  Cbewe 


No.  V-53-C 


Streamline  Porch  Ring 
Solid  Copper 
Bare  with  Strap 

Diameter  canopy  -  Fitter 

Packed  individually,  48  to  case 
Finish:  Antique  Copper  -  -  Code:  Ecc 


No.  V-53-E 

Streamline  Holder 
Copperface  Steel 
Bare  with  Strap 

Diameter  canopy  -  Fitter  334" 

Packed  individually,  48  to  case 

Finish  Code 

White  Enamel  Ecwe 

Chromium  Eccm 


No.  V-62-E-CO 

Streamline  Bath  Bracket 
with  Convenience  Outlet 
234  inch  Fitter 

Diameter  of  Canopy  434  inches 
Bare  with  Convenience 
Outlet  and  Strap 
Packed  individually,  60  to  case 
Finish  Code 

White  Enamel  Fbewco 

Chromium  Fbecco 


No.  V-1 40-E 


Streamline  Beamlite 
Diameter  of  Canopy  734  inches 
Bare  with  strap 
Packed  individually 
24  to  case 


Finish  Code 

Chromium  Adjc 

Ivory  Adji 


No.  V-50-E 


Streamline  Kitchen  Holder 
Bare  with  strap 

Diameter  of  Canopy  634  inches 
4  inch  Fitter 
48  to  case 

Finish  Code 

White  Enamel  Metric 

Chromium  Wood 
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THE  NEW  VIRDEN  SCREWLESS  ▼ 

STREAMLINE  TYPE  INTERNAL  SUSPENSION  SAFETY  TYPE  REGULAR  SCREW  TYPE 


No.  V-156-C — 6  inch 
No.  V-1  54-C — 4  inch 


No.  V-546-C — 6  inch 
No.  V-545-C — 4  inch 


No.  V-46-C — 6  inch 
No.  V-45-C — 4  inch 


STREAMLINE  TYPE  SPECIFICATIONS 


Catalog  No. 

Size  Fitter 

Socket 

Casing 

Length  Overall 

Finish 

Code 

No.  V-1  54-C 

4" 

Medium 

Sectional 

24  inches 

Chromium 

Aedcc 

No.  V-156-C 

6" 

Medium 

Sectional 

24  inches 

Chromium 

Aefcc 

No.  V-1  56-CM 

6" 

Mogul 

Sectional 

24  inches 

Chromium 

Aefcmc 

INTERNAL  SUSPENSION  SAFETY  TYPE  SPECIFICATIONS 

Catalog  No. 

Size  Fitter 

Socket 

Casing 

Length  Overall 

Finish 

Code 

No.  V-545-C 

4" 

Medium 

Sectional 

24  inches 

St.  Bronze 

Edec 

No.  V-546-C 

6" 

Medium 

Sectional 

24  inches 

St.  Bronze 

Edfc 

No.  V-546-CM 

6" 

Mogul 

Sectional 

24  inches 

St.  Bronze 

Edfcm 

These  Safety  Hangers  are 

avail 

able  in  20 

and  22  gauge  Brass 

also  in  Chromium 

Finish — Prices  on  request 

REGULAR  SCREW  TYPE  SPECIFICATIONS 

Cataloq  No. 

Size  Fitter 

Socket 

Casing 

Length  Overall 

Finish 

Code 

No.  V-45-C 

4" 

Medium 

Sectional 

24  inches 

St.  Bronze 

Tang 

No.  V-46-C 

6" 

Medium 

Sectional 

24  inches 

St.  Bronze 

Toga 

No.  V-46-CM 

6" 

Mogul 

Sectional 

24  inches 

St.  Bronze 

Tuff 

No.  V-45-C 

4" 

Medium 

Sectional 

24  inches 

Chromium 

Tear 

No.  V-46-C 

6" 

Medium 

Sectional 

24  inches 

Chromium 

Tabu 

No.  V-46-CM 

6" 

Mogul 

Sectional 

24  inches 

Chromium 

Tool 

These  Hangers 

are  availa 

ble  in  20  and  22  gauge  Brass — Prices  on  request 

The  Casing  Hangers  are  equipped  with  casings  assembled  in  inch  sections  which  permit  the  hangers 
to  be  shortened  or  lengthened  accordingly.  For  cost  of  extra  sections  with  collar  see  price  sheet. 


CHAIN  HANGER  SPECIFICATIONS 


Catalog  No. 

Size  Fitter 

Socket 

No.  V-45 

4" 

Medium 

No.  V-45 

4" 

Medium 

No.  V-46 

6" 

Medium 

No.  V-46 

6" 

Medium 

No.  V-46 -M 

6" 

Mogul 

No.  V-46-M 

6" 

Mogul 

No.  V-154 

4" 

Medium 

No.  V-156 

6" 

Medium 

No.  V-156-M 

6" 

Mogul 

Length  Overall 

Canopy  Type 

36" 

Strap 

36" 

Strap 

36" 

Strap 

36" 

Strap 

36" 

Strap 

36" 

Strap 

36" 

Screw  Collar 

36" 

Screw  Collar 

36" 

Screw  Collar 

Std.  Pkg. 

Finish 

Code 

24 

St.  Bronze 

Carlie 

24 

Chromium 

Y  uke 

24 

St.  Bronze 

George 

24 

Chromium 

Yazo 

24 

St.  Bronze 

Gopher 

24 

Chromium 

Yipe 

24 

Chromium 

Caed 

24 

Chromium 

Caef 

24 

Chromium 

Caefm 

No.  V-34 — 4"  No.  V-36 — 6" 


Nos.  V-34  and  V-36  can 
had  in  22  gauge  brass 
Prices  on  request 


CEILING  HOLDER 
SPECIFICATIONS 


Catalog  No. 
No.  V-34 
No.  V-34 
No.  V-36 
No.  V-36 
No.  V-50-E 
No.  V-56 


Size  Fitter 


4" 

4" 

6" 

6" 

4" 


Socket 

Medium 

Medium 

Medium 

Medium 

Bare 

Medium 


Diameter  Canopy 

6K" 

6M" 

6M" 

6M" 

6K" 

o  " 


No.  V-56— 6"  No.  V-50-E— 4" 


Std.  Pkg. 

Finish 

Code 

48 

St.  Bronze 

Arbor 

48 

Chromium 

Organ 

24 

St.  Bronze 

Arena 

24 

Chromium 

Mummy 

48 

Chromium 

Wood 

24 

Chromium 

Efec 

No.  V-2542-E 

Bare  with  strap 
Diameter  Canopy  5}^  inches 
With  pull-chain  eyelet  and 
deep  flange  with  knock-out 
Packed  individually,  48  to  case 
Finish  Code 

Browntone  Waft 

Ivory  Pastelle  Nabob 


No.  V-47-E 

Bare  with  strap 
Diameter  Canopy  5}^  inches 
Packed  individually,  48  to  case 
Finish  Code 

Ivory  Pastelle  Zotu 

Gold  Polychrome  Zelu 


No.  V-40-E 

Bare  with  strap 

Diameter  of  Canopy  5^  inches 
Packed  48  to  case 


Finish 

Code 

Ivory 

Trophy 

Pewter 

Weal 

Old  Brass 

Weep 

Chromium 

Welt 

Statuary  Bronze 

Wend 

White  Enamel 

Alex 

THERE  ARE  NO  GREATER  DOLLAR 
FOR  DOLLAR  VALUES  THAN 
THE  BEAMLIGHTS 
SHOWN  ON  THESE  PAGES 


No.  V-51-E 

Bare  with  strap 
Diameter  Canopy  5^2  inches 
Packed  individually,  48  to  case 
*  Finish  Code 

Ivory  Pastelle  Eaei 

Antique  Gold  Eaeg 


AVSRY  LIBRARY 
COLUMBIA  UNIVERSITY 


No.  V-42-E 


Bare  with  strap 
With  eyelet 

Diameter  Canopy  6)4  inches 
Packed  individually,  48  to  case 
Finish:  Ivory  Pastelle 
Code:  Nurse 


